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Hum Level: Less than .01% of the output signal. 
Calibration: Lh plus .1 cycle of the indicated frequency. 
Frequency Stability: .5% 

Dimensions: 13° 6 Ae" De LOW 

Weight: 50 Pounds 

Dinish: Gray Wrinkle Baked Enamel 


Domestic Price 


US & Canada 
US$550.00 
BR. Raw Materials: 
Material Weight Cost 
Aluninum 25 ibs US$12.50 
Poenolic 2 ibs 3,00 
Copper. Wire 6 OZs 2,00 
C. Components: 
io Cost Weight 
Resistors 56 US$13.51 8 ozs 
Capacitors 19 28.03 4 lbs 4 ozs 
Switches 6 41.42 2 lbs 2 ozs 
Transformers 3 32.33 17 lbs 8 ozs 
Heter 1 21.45 lib 2 ozs 
Tubes Wy 8.16 lib loz 


D. Man Hours Required for Manufacture: 
35 hours per unit 


Percentage of Skilled Labor Required: 


bai 


155 

¥. Time Required to Train Skilled Workers: 
One to two years 

G. Manufacturer's Cost: 
US5400.00 per unit 

li. Manufacturer's Selling Price: 


U85550.00 per unit 
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Floor Space Required for 100 Instruments per Year: 


IH 


1,500 square Leet 

J. Factory Investment Required for 100 Instruments per Year: 
USB4.0 , O00 .0O 

KR. lectric Power Consumption for 100 Ins truments per Year: 
40,000 kilowatt hours 

L. Estimated Production in the US per Year: 
100 instruments per year 

2. MODEL R VOLTMETER ; 
Manufactured Dy Southwestern Industrial Electronics Company, 2531 Post 
Oal Road, Houston, Texas 
A. Electrical Specifications and Accuracy: 


[See Attached Brochure/ 


born 
Ce 


. Raw Materials: 


Material Weight a 

Aluminum. 15 lbs USS7. 50 
Phenolic - & ozs 1.50 
Copper Wire 6 ozs 2,00 


C. Components: 


Ho Cost Weight 
Resistors je) US$111.06 2 lbs 2 ozs 
Capacitors 19 14.75 lib 4 ozs 
Tubes 15 2,70 1 ib 2 ozs 
“Vransformers 2 38.00 13 lbs 
Switches 7 22,06 1 lb 4 ozs 
Batteries h 6.00 8 ozs 
Meter al 21.45 1Lilb 2 ozs 


D. Man Hours Required for Manufacture: 
6O hours per unit 


ui. Percentage of Skilled Labor Required: 


20% 
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EF. Pime Required to Train Skilled Workers: 
One to two years 
G. Manufacturer's Cost: 
US$500.00 per unit 
il. Manufacturer's Selling Price: 
US$620.00 per unit 
i. Floor Space Required for 100 Instruments per Year; 
1,200 square feet 


Factory Investment Required for LOO Instruments per Year: 


Cy 


USS39, 000.00 
K. Electrical Power Consumption for 100 Instruments per Year: 
10,000 kilowatt hours 
L. Estimated Production in the US per Year: 
200 instruments per year 
3. MODEL E-1 COMPARISON BRIDGE 


Hanufactured by Southwestern Industrial Electronics Company, 2031 Post 
Cak Road, Houston, Texas. 


A. EHlectrical Specifications and Accuracy: 
/See Attached Brochure/ 


3. Raw Materials: 


Material Weight Cost 
Alaminun “6s Ibs US$3.50 
Phenolic ozs 250 
Copper Wire kL ozs .60 
Cc, Components: 
Wo Cost Weight 
Resistors 23 USSH. 35 3 028 
Capacitors 6 1.46 6 ozs 
Tubes 3 1.52 3 025 
Switches 3 4.63 h. ozs 
Meter iL. 6.80 12 ozs 
‘Transformers 2 OL kL lbs 8 ozs 
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’ 


D. Man Hours Required for Manufacture: 
.0 hours per unit 

ii. Percentage of Skilled Labor Required: 
10% 

EF. ‘Time Required to Train Skilled Workers: 
One to two years 

G. Manufacturer's Cost: 
US$LO5.00 per unit 

Tl. Manufacturer's Selling Price: 


US$150,.00 per unit 


i 


Floor Space Required for 300 Instruments per Year: 

1,200 square feet 

J. #actory Investment Required for 300 Instruments per Year: 
US8$39, 000.00 

A. Hlectric Power Consumption for 300 Instruments per Year: 
30,000 kilowatt hours 

L. Estimated Production in the US per Year: 


400 instruments per year. 
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